To:  Morin,  Jeff[Morin. Jeff@epa.gov];  Davis,  Tim[Davis. Tim@epa.gov] 

Cc:  Harrison,  Melissa[Harrison. Melissa@epa.gov] 

From:  Purchia,  Liz 

Sent:  Sat  8/1 5/2015  9:37:21  PM 

Subject:  Re:  STATEMENT:  EPA  Statement  on  San  Juan  River  Data  from  Gold  King  Mine  Release 

Thanks 


From:  Morin,  Jeff 

Sent:  Saturday,  August  15,  2015  5:37  PM 
To:  Purchia,  Liz;  Davis,  Tim 
Cc:  Harrison,  Melissa 

Subject:  RE:  STATEMENT:  EPA  Statement  on  San  Juan  River  Data  from  Gold  King  Mine  Release 


Fixed,  and  fixed. 


Will  take  1-2  minutes  for  site  to  refresh. 


Jeff  Morin 

Office  of  Web  Communications 
US  Environmental  Protection  Agency 
w 202-564-6553 


From:  Purchia,  Liz 

Sent:  Saturday,  August  15,  2015  5:34  PM 
To:  Morin,  Jeff;  Davis,  Tim 
Cc:  Harrison,  Melissa 

Subject:  Fw:  STATEMENT:  EPA  Statement  on  San  Juan  River  Data  from  Gold  King  Mine 
Release 


The  wrong  statement  went  up.  Can  you  please  use  this  one? 
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Please  let  us  know  when  it's  fixed 


From:  Purchia,  Liz 

Sent:  Saturday,  August  15,  2015  5:23  PM 

To:  Harrison,  Melissa;  StClair,  Christie;  Keener,  Bill;  Gray,  David;  Daguillard,  Robert;  Higuchi, 
Dean;  Maier,  Brent;  Harris-Bishop,  Rusty;  Mogharabi,  Nahal;  Hull,  George;  Smith,  Paula; 
Milbourn,  Cathy;  Reynolds,  Thomas;  Lee,  Monica 

Subject:  STATEMENT:  EPA  Statement  on  San  Juan  River  Data  from  Gold  King  Mine  Release 


This  data  was  just  posted. 


Robert  - Please  send  this  out  to  HQ  media  now. 


OCIR,  Regions  and  JIC  - please  also  share  as  appropriate 


Here's  the  link 


Data  page  - has  link  to  spreadsheet. 

http://www2.epa.gov/goldkingmine/qold-king-mine-data-august-15-2015 


I created  an  "update"  statement  page  from  the  same  text,  it  links  to  the  data  page 
above. 

http://www2.epa.gov/goldkingmine/epa-statement-water-qualitv-data-collected-san-iuan- 

river-between-farmington-and 


CONTACT: 

press@epa.gov 
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(970)812-3351 

FOR  IMMEDIATE  RELEASE 
August  15,  2015 


EPA  Statement  on  San  Juan  River  Data  from  Gold  King  Mine 
Release 


SHIPROCK,  NEW  MEXICO  - Today,  EPA  has  released  additional  water  quality  data 
from  Aug.  7 to  Aug.  9,  2015,  on  the  San  Juan  River  between  Farmington  and  Shiprock, 
New  Mexico.  The  August  7 data  was  collected  for  baseline  purposes  to  understand  river 
conditions  at  the  Hogback  monitoring  location,  prior  to  the  impact  of  the  upstream 
contaminants  from  the  Gold  King  Mine  release. 


To  assess  the  impacts  of  the  release  at  the  Gold  King  Mine,  water  quality  samples  were 
collected  at  four  locations  for  24  metals.  Each  surface  water  sample  was  analyzed  for 
metals  including  arsenic,  cadmium,  lead  and  mercury. 


Due  to  the  highly  variable  conditions  typical  of  this  segment  of  the  river, 
additional  testing  will  be  conducted,  and  we  continue  to  work  closely  with  the  Navajo 
Nation  EPA  on  assessing  drinking  water,  agriculture,  livestock,  and  other  critical  water 
needs. 


Water  quality  data  from  Aug.  7 to  Aug.  9,  2015,  on  the  San  Juan  River  between 
Farmington  and  Shiprock,  New  Mexico:  LINK 


For  more  information:  http://www2.epa.gov/qoldkinqmine 
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